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1, SUNDA-POSAUSKI MOVIL && line section, single-track standard- 
BUVP,L there are the follovriag three viaducts over rorges 
betvecon KOSTANHCA and VOL MEAS 


e. Viaduet 1, span 50 in, né pliers, clearance over rcrdunc, 
30 m, econerete abutnerts, steel sirders., ‘ 


rr. Viaduet &, 1 apan of 4C m, no piers, clearance over -round, 
50m, conerate abutments, Steel cirders 


of Viaduct S, length, 70 in, 2 concrete riers, spans £0 m, 
conerete abutments, steel cirders. 


4, “Una” Bridge near VOLINA: 1 span of SO m, no piers, 
clearence over ground, & m, concrete abutments, 
steel ¢irders, 

£, OSLIME<~KOPUIVINGA ER line, 185 km. 
a. OSTIEK-PI?OUIACA Line. section. 


ea class trunx Line, eiupre-Greck standard-raupe. Type of 
rails: da « 45 ke/m. 


be PilCMACA-KOPRIVMICA secondary RR line, single-track 
standard-faures setae irs =mAL 
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Type of rails: 1 + 25.5 ke/m. The exciiange of rails in the 
PITOMACA*KBPRIV.ICA section as planned bad vas nost poned because 
the reils avellable ~ere required for the construction of nev 
lines. 

Train density: 20 trains ner 24 hours 


Maxinum speed: section a. 60 km/h 
be 45 kn/h. 


RR station of OSITEK {see Annex 1), 1 repair shop, 14 locomotives, 
5 water containers vith a capacity of 55 
cubie meters each. 


= " " JOSIPAVAG KRAVICL, 2 team tracks of 700 m usable 
length each. 


7 " " BI“OVAC, S team tracka of 700 m usable length 
each. 


tt n " PRANDAUOVCI (see Annex 2). _ 
” " " FOSKA, 3 team tracks of 760 m usable length each. 


“ ” "  MASICY.A PREZEICA, 3 team tracks of 700 m usable 
length each. 


rt " " WASICE (see Annex 3), 1 water container vith a 
capacity of 60 cubic meters. 


" " “ FRRICA CI, & team tracks of 700 m usable length 
each, 1 loading ramp of 100 m length, 


" " us CaGTucl 3 team tracks of 700 m usable leneth each. 
toon " LIKLEN3, $ team tracks of 700 m usable length each. 
" f uf UBOVICA, 3% team tracks of 700 m usable lenpth each, 
H HH PODRAVSKA SLATIMA (sec cnnex 4). 

" " " CABUA, 2 tran tracks of 700 miusable length each, 

" e * SUEO FOLJE (see annex 5), 

y i * YVIROVITICA (see innex 6), 2 water containers “ith 

4 oapacity of 55 cubie meters each, 


4 locomotives, 


w 7 " SPISIC BUKOVICA, 3 tean tracks of 700 m usable 
length each. 


" “ "  PTTPOLACA, & team tracks of 700 m usable Length 
eacn o 
if - " TLOWR (see Annex 7). 


~ "  SabLTNGVaC, 1 teom track of 700 m usable length. 


" " “  JURDTEVAC, & team tracks of 700 in usable length 
each. 


ny aah iL 
RUSOROL7US OFFICIALS OLY 


Sanitized - Approved For Release : CIA-RDP82-00457R003600250010-8 


‘Sanitized - - Approved For Release : CIA-RDP82-00457R003600250010-8 


Spoutinet O.: ce GEYTOT-L3 Oo 
% 25X1A 


oa 


’R station of VIRJE, S team tacks of 700 m usable length each. 
" " " MNOVIGRAD, 2 team traeks of 700 m usable lensth each. 
ae " " BEREGI, 2 team tracks of 700 m usable length sach. 


" " " KOPRIVIEC. (see Annex 8), 8 locomotives, minor 
repairs possible. 

Bridges . 

10 km behind OSISEK, bridge across Vuka Hrook, £0 m long. 
4 km behind KOSKA, Ms * VYueica " , 10m lone. 
2 km before NASICE, 7 " Vueica " , 20 m long. 
2 km behind -‘ASICZ, " u Vuka " , 20 m long. 
3 km before PERICANCT, " Bukoveac *" , 30 m long. 
2 km before CACI°CI, " " Vueica " , 20 m lone. 

1.5km before MIKLEUS, " " Karasica “", 40 m long. 
3 km before SURFOPOLIE, " ¥ Breznica re 40 m long. 
5S km behind VIROVITICA,"” 4 Grajevica”, 30 m lone. 
3 km before DJMipgEvAC," Ls Gicevac ", 10 m lone. 
2 km behind VIRJE, " u xosevac “, 10 m longe 


8 Annexes: 1. Re station of OSITEK 


2 * PRANDAUOVCL 

% " * WASTCE 

a4, " " % PODRAVSKA SLATINA 
Ba ft " "4 SEO POLTE 

Bo yt "  VIROVITICA 

7, it 7) # VRLOSTAR 

G n "  KOPRIVSICA. 
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